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Bonclarken  Chapel  with  a  seating  capacity  of  700, 
the  meeting  place  of  the  Synod  and  the  Conferences 
of  the  Associate  Reformed  Presbyterian  Church,  was 
built  by  the  Bonclarken  Board  in  I960. 
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